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Message Text 


LIMITED OFFICIAL USE 

PAGE 01 STATE 138020 

14 

ORIGIN OC-05 

INFO OCT-01 EUR-12 ISO-00 CCO-00 FBO-02 A-01 /021 R 

DRAFTED BY OC/PE-FE:HBROWN:JB 
APPROVED BY A/OC:WENAEHER 
OC/PE:CGSHAW 
OC/S:RRAPIER (SUBS) 

OC/EUR:RCRAIN 

023638 

R 122313Z lUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY BERLIN 
INFO AMEMBASSY BONN 


LIMITED OFFICIAL USE STATE 138020 

E.O. 11652: N/A 

TAGS: ACOM 

SUBJECT: COM CENTER AIR CONDITIONING 
REE: USBERLIN 1028 NOTAL, 1086 

1 . DEPT. STANDARDIZING COM CENTER AIR CONDITIONING WITH 
CHILLED WATER SYSTEMS. EQUIPMENT EOR THE MISSION BEING 
PROGRAMMED FY76 WITH INSTALLATION POSSIBLY NOT UNTIL FY 77. 

2. IF OCCUPATION DEUTCH MARKS ARE AVAILABLE, A LOCALLY 
PROCURED THREE TON EORCED AIR REPLACEMENT UNIT IS ACCEPT- 
ABLE AS AN INTERIM MEASURE. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ACOM 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: ellisoob 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 38020 

Document Source: CORE 

Document Unique ID: 00 

Drafter: FE:HBROWN:JB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750654/aaaabwkp.tel 
Line Count: 47 
Locator: TEXT ON-LINE 
Office: ORIGIN OC 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 75 USBERLIN 1028 NOTAL, 1086 
Review Action: RELEASED, APPROVED 
Review Authority: ellisoob 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 MAY 2003 by ShawDG>; APPROVED <15 OCT 2003 by ellisoob> 

Review Markings: 
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Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: COM CENTER AIR CONDITIONING 
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